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CHIEF KENAHAN: Today's date is 

December 12th, 2001. The time is 2:15 p.m., 

and this is Battalion Chief Kenahan of the 

Safety Battalion of the Fire Department of 

the City of New York. 

I'm conducting an interview with 

Lieutenant Michael Hadden from Engine 35, in 

the quarters of Engine 35. 

Q. Lieutenant, just state the facts as you 
remember them on September 11th. 

A. I was scheduled for education day on 
September 11th. Education day was canceled. We 
reported to the quarters of Engine 35. We went 
down with Engine 35 in a convoy of five other 
engines. We proceeded south on the West Side 
Highway. 

We had no idea what was going on or 
what had transpired. We were special called as 
additional engines after the second fifth. I 
believe the ticket we got was around 9:50; I'm 
not sure. 

The company from the night before was 
held over, so I was effectively an extra officer. 


Battalion Chief Ferran was with me. The company 
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stayed at the staging area. I believe they were 
at Murray and West Street. 

Chief Ferran and myself headed south on 
West Street. We got around Barclay Street when 
the second tower, the north tower, started to 
come down. I took cover next to a fence, and 
once the dust started to clear, I headed south 
towards the tower. 

There wasn't much that I could see at 
the time. It was very dusty. I started 
encountering rigs that were crushed. I made it 
to the north walkway with two firefighters from 
85 Truck who were there. They had been separated 
from their unit. We searched under the north 
walkway. There was no signs of life around any 
of the apparatus. 

We came out from the north walkway. I 
hooked up with two guys from 14 Truck who had 
come down on their own. This was after the 
second tower had come down. There was no 
presence of Fire Department personnel by the 
crosswalk, by the north walkway at West Street at 
that time. 


Do you want me to tell you what I did 
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the whole day? 

Q. No, no, that's fine. What we're 
interested in is the time around the collapse. 

A. I had no handy talky. I had no radio 
access. I didn't hear anything. When we were 
heading south on West Street, the first person I 
actually saw was Chief Mike Telesca being helped 
north. Then I encountered a lot of people just 
kind of walking around dazed. 

That's about it at the time of the 
collapse. The rest of the day, I remember pretty 
much exactly what I did but my time frame is all 
messed up. 

Q. That's okay. 

When the north tower came down, just 
prior to it, was there anything you saw with the 
north tower that would indicate it was coming 
down? Did you see anything or it was just coming 
down? 

A. No, it just started coming down. Just 
the noise -- we were heading south on West 
Street, and Chief Ferran and myself were saying 
to each other that thing isn't going to come 


down, not knowing that the south tower had 
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already come down. 

It seemed like it was in slow motion 
until it got about a block away, and then it was 
fast. 

Q. Thanks a lot, Mike. 
CHIEF KENAHAN: The time now is 2:19, 


and this concludes the interview. 


